6 SI For Re^e 20|^g^j@^^^g|^569 


ORIG 

UNIT L uhJ/UFS/FLAW — 
EXT s 3030 

DATE 5 6 FEBRUAST 1961 


25X1 A 


'to? SECSET 


TO :| 


25X1 A 


FROMs DIRECTOR 
COMF: OPS ^-2-3-4) 

>« F0: s/c (5) 


TOR: 06 FEB 6l 1702Z 


1. REF A TAKE OFF FROM 


25X1A 


25X1 A 


PER PARA 3 REF B. 



DEFERRED 


ROUTINE 


OPERATIONAL ** fmAU 
IMMEDIATE 


{1UT«V9K>7 



ERROR. CORRECT TIME 07A500Z FOR FERKT DEP FROM 


2. ADVISE HCW MAST BBIS MIL SPEC 25524A REMAIM f 


| WILL BE AUTHORITY TO CLOSE DCWM AMD DEP 


25X1 A 

AFTER FERRY FLITES DEP. 

25X1 A 


ESD OF MESSAGE 


25X1 A, 



PLA8S SECTTOS, DPD 


RELEASING OFFICER 


COORDINATING OFFICERS 


XT*/* SECRET 


AUTHENTICATING OFFICER 


amaii *■ “»• 















